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E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW. PL 

SUBJECT: GERMAN OSCILLOSCOPE TO POLAND, IL 1584 
REF: (A) COCOM DOC (76) 293, (B) STATE 95091 

1 . GERMAN DEL HAS RESPONDED TO QUESTIONS POSED REFTEL 
AS FOLLOWS: 

"A) A 180 MHZ OSCILLOSCOPE IS NEEDED FOR THE STATED 
END-USE, AS DR. HELDT WANTS TO USE IT IN THE PHYSICAL 
INSTITUTE OF THE DANZIG UNIVERSITY FOR MEASUREMENTS 
WHERE HE EXPECTS RISE TIMES OF 2.5 NANOSECONDS (FRE- 
QUENCY 150 MHZ). 

"B) THE CATHODE RAY TUBE OEE 1405 USED IN THE OSCILLOS- 
COPE IS NOT A TRAVELLING WAVE TUBE. IT HAS NEITHER A 
HELIX NOR SUBDIVIDED DEFLECTION PLATES. IT IS A TRADI- 
TIONAL ELECTRON BEAM TUBE WITH ONE PAIR OF Y -DEFLECTION - 
PLATES." 

2. REQUESTED BROCHURES POUCHED WALINSKY AND SCHROEDER 
7/13. 

3. ACTION REQUESTED: US VIEWS BY 7/26 DATE LIMITE. 
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Document Unique ID: 00 
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